Per the EH&S Lab Health and Safety 
Manual, “Coats, aprons and gloves should 
be removed when leaving the laboratory.” 
Because we have no way of knowing if your 
gloves are clean or contaminated, kindly 
remove your gloves before entering the 
Stockroom. 

Thank you for your cooperation. 


Marvin Ellin 

Operations Manager; Chemistry 
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